NOTES 


a. SYNCHRONOUS MOTOR OPERATES 
(t1%)ac 


ON REGULATED 60% 
ONLY. 


b. ASSOCIATED LESU MUST BE 
EQUIPPED WITH CAPACITOR 
RESISTOR ASSEMBLY FOR DC 
OPERATION OF GOVERNED MOTORS, 


CONNECT EITHER WIRE TO DESIGNATED 
TERMINALS OF UNIT TERMINAL BLOCK 
Pre WIRING DIAGRAM OF ASSOCIATED 
UNIT. 


MOTOR LEADS OF SAME COLOR 
ARE INTERCHANGEABLE. 


T8 — REO 


COLOR CODE FOR MOTORS FURNISHED 
WITH METAL LEAD MARKERS : 

TI — BLUE 

T4 ~ YELLOW 


STARTING 
WINDING 


STARTING 
CAPACITOR 
43-48 LF 
THERMAL 
CUTOUT 


STARTING 
RELAY 


LMU3 MOTOR UNIT (SYNCHRONOUS) 


FOR USE WITH II5V. AC. 60™ POWER SUPPLY 
(NOTE ia). 


GOVERNOR 


MOTOR BRUSHES 


MOUNTING 
SCREW 
NOTE 3 
SHIELDED 


CAPACITOR, 0.5 uF 


ELECTRICAL 
SUPPRESSOR 
uF [= SHIELO 


RESISTOR 


LMU4 MOTOR UNIT (UNIVERSAL SERIES GOV. 
WITH RADIO FREQUENCY SUPPRESSORS 


FOR USE WITH EITHER lI5 V. A.C. 50-60™ OR II5V. D.C. 
POWER SUPPLY (NOTE Ib). 


RESISTOR 


LMU6 MOTOR UNIT (UNIVERSAL SERIES GOV) 


WITHOUT RADIO FREQUENCY SUPPRESSORS 


FOR USE WITH EITHER II5V. A.C. 50-60™ OR 
liSV. D.C. POWER SUPPLY (NOTE Ib). 
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GOVERNOR 
BRUSHES 


NOTE 3 


CAPACITOR, 0.5 yF 


ACTUAL 
WIRING DIAGRAM 
FOR 

MODEL 28 


MOTOR UNITS 
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